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Message Text 


UNCLASSIFIED 

PAGE 01 SEOUL 02140 040743Z 
16 10 

ACTION EA-07 

INFO OCT-01 ISO-OO SSO-OO MED-03 /011W 

079238 

O 040650Z APR 74 

FM AMEMBASSY SEOUL 

TO SECSTATE WASHDC IMMEDIATE 3173 

UNCLAS SEOUL 2140 

PASS MEDTRONIC, INC. 

3055 OLD HIGHWAY EIGHT 
MINNEAPOLIS. MINNESOTA 55418 

E.O.l 1652: NA 
TAGS: AMED, KS 

SUBJ: EMERGENCY NEED FOR CARDIAC DEMAND PACEMAKER 

1. AMBASSADOR HAS BEEN ASKED TO OBTAIN ON URGENT EMERGENCY 
BASIS FOLLOWING DEMAND PACEMAKER. 

MODEL NO. 5942. 

TYPE OF DEVICE: CARDIAC DEMAND PACEMAKER. 

TYPE OF LEAD: ENDOCARDIAL. 

2. RECOMMENDATION FOR DEMAND PACEMAKER IMPLANTATION WAS 
MADE BY ATTENDING DOCTOR AT SEVERANCE HOSPITAL, SEOUL. 

3. PLEASE CONSIGN TO: AMERICAN EMBASSY, ATTN: COMMERCIAL 
ATTACHE, SEOUL, KOREA. 

4. PLEASE CONTACT TOM NOLAN. NORTHWEST SALES MANAGER IN MINNEA- 
POLIS, FOR EMERGENCY AIRLIFT. AIRFREIGHT COLLECT FROM 
AMEMBASSY. 

5. AMEMBASSY WILL EFFECT PAYMENT UPON RECEIPT OF ITEM AND 
INVOICE. 

6. FOR SECSTATE WASHDC: WOULD APPRECIATE YOU TELEPHONING 
MEDTRONIC AT 612-781-6061 TO CONFIRM RECEIPT OF ABOVE WIRE AND 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SEOUL 02140 040743Z 
REPORT STATUS TO SEOUL. 
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HABIB 

NOTE BY OC/T: NOT PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SEOUL02140 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740075-0751 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740467/aaaacjjg.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 JUN 2002 by bryansd0>; APPROVED <17 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY NEED FOR CARDIAC DEMAND PACEMAKER 
TAGS: AMED, KS 
To: STATE 
Type: TE 
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